From: Barry Cadden 

Sent: Thursday, August 16, 2012 2: 1 1 PM 
To: Gene Svirskiy 

Subject: RE: 


Can we store quarantined product in vault? 


From: Gene Svirskiy 

Sent: Thursday, August 16, 2012 2:05 PM 
To: Barry Cadden 

Subject: RE: 

That is doable. ..my only concern is storage. We are roughly looking at 50QL-r that would require quarantine for 2 
weeks. Room in CR2 is very limited, suggestions? 


From: Barry Cadden 

Sent: Thursday, August 16, 2012 1:59 PM 
To: Gene Svirskiy 

Subject: RE: 

W'e are not sending this data to clients but why can't you operate in this manner? You should be able to determine 

how large a lot must be s- how often you must make it to quarantine properly. Hers the problem if something 

goes wrong, we can very easily see that you are using stock solutions "before" testing is completed- against 
SOP's 

1) You should NEVER use any compounded stocks before you receive quantitative + preliminary sterility 

2) You should be able to plan around using stocks before full sterility is received....... ............ ....you just need to 

increase size of stock or make them more often 


Do you have a spread sheet with ali CP stocks, volumes, lotff's, ....etc to better plan if you are cutting corners? 


From: Gene Svirskiy 

Sent: Thursday, August 16, 2012 1:46 PM 
To: Barry Cadden 

Subject: 

Glenn mentioned about quarantining stock for 14 days. ..does that apply to cardios stocks as well? 
thanks 
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